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SUBJECT 3 CORONA Damage on Mission 9054 


! corrective neasures vere mada. ‘the equipment was 
eae nar Subsequent to the launch of this mission, defective 
patches of rollers were noted by the casera manufacturer’. A test 
program to deteraine eontrol procedures vas underteken. 


% The following corrective action has teen taken to prevent 
oceurrences of this sature in the future: 


At L48O, a review vill be made, at management. 

- level, of test resulte and deviations. In 
eddition, appropriate sign-off on test results 
will be made by the associate contractors. 
LMBC will put further emphasis thet final 
vacuum chamber test will be dene on final. 
flight configuration. 


oT ange 
b. Abt Itek, revised rubber processing and conpound. 
techniques have been instituted and a atricter 
wateh will be aade on quality control at the 
Wenders. 


Gne particular compound and curing system has | 
peen found to give superior reaults. Investigation 
will continue tn an effort to find and remove 

the basic eeuse for the CORONA marking. 
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